VIEW  FROM  CHANCEL 
THE  FIRST  CONGREGATIONAL  CHURCH 
Wal lingford.  Connecticut 

The  meeting  house  was  built  in  1868.  The  rear 
gallery  housed  the  organ  until  1890  when  it  was 
moved  to  the  chancel.  The  gallery  was  rebuilt 
following  the  fire  in  1964. 
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